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INFO OCT-OI ISO-00 EB-07 INT-05 COME-00 OPIC-06 CIAE-00 
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UNCLAS KINGSTON 2762 

E.O. 11652: N/A 
TAGS: EMIN, JM 

SUBJECT: BAUXITE:ALCOA PLANT CLOSED BY EXPLOSION 

ALCOA MANAGING DIRECTOR, PAUL CROUCH, TELEPHONED 
AMBASSAODR TO REPORT THAT EXPLOSION IN FIRST 
DIGESTION UNIT AT CLARENDON PLANT OCCURRED AT 
0230 HOURS JULY 6. NINE PEOPLE WERE INJURED, 

TWO SERIOUSLY. CROUCH SAID REPAIRS WOULD COST UP 
TO US $20 MILLION AND TAKE UP TO A YEAR. CAUSE 
OF EXPLOSION IS UNKNOWN BUT CROUCH SAID NO INDICATION 
OF FOUL PLAY. PLANT WILL PROBABLY BE CLOSED EOR IN- 
DEFINITE PERIOD UNTIL FULL EXTENT OF DAMAGE CAN BE 
DETERMINED. 

GERARD 


UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CLOSURE OF OFFICES, MINE SAFETY, MINING INDUSTRY 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976KINGST02762 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D760260-0787 
From: KINGSTON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976071 02/aaaaggxt.tel 

Line Count: 48 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 APR 2004 by ThomasVJ>; APPROVED <06 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 970924 

Subject: BAUXITE:ALCOA PLANT CLOSED BY EXPLOSION ALCOA MANAGING DIRECTOR, PAUL CROUCH, TELEPHONED 
TAGS: EMIN, JM, ALCOA 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



